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CONFIDENT! 


COUNTRY Bulgaria/Rumania 

SUBJECT Electric Grid Cammini cations between 
Bulgaria and Rumania 

PLACE 

ACQUIRED 

DATE OF Its 
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THIS IS UNEVALUATED INFORMATION 
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1* The laying of submarine cable across the Danube for electric erid com- 
munications between Bulgaria «nd Rumania was completed last autumn 

2 ° It j 3 ®*P®® ted that the cable » which is not yet in operation, will be 
ready by the end of June 191*9. v ’ 06 

3. The current supply will come from a station in the Bucharest area and, 
to begin with, will only be of low power. 

1*. The area supplied will be that of Ruse, Razgrad, Dobrich and S ills tra. 
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